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Message Text 


UNCLASSIFIED 

PAGE 01 CANBER 01204 250616Z 

11 

ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

031313 

R 250436Z FEB 75 
FM MBASSY CANBERRA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5129 

UNCLAS CANBERRA 1204 

E.O. 11652: N/A 
TAGS: BEXP, AS 

SUBJ: SEWAGE RECYCLING SYSTEM 

1. LOCAL ARCHITECT STATES HE HAS NUMBER OF PRIVATE CLIENTS 
INCLUDING SMALL COUNTRY TOWN COUNCILS, HOLIDAY RESORT CAMPS, 
INTERESTED IN AN EFFECTIVE SEWAGE RECYCLING SYSTEM CAPABLE 
OF: 


(A) COLLECTING, HOLDING AND TREATING SEWAGE IN MANNER NOT 
CAUSING OBJECTIONABLE ODORS. 

(B) PRODUCING RESIDUE OR TREATED MATTER USABLE IN NURSERY 
GARDEN WITHIN LOCAL SANITARY REGULATIONS. COST OF 
INSTALLATION AND OPERATION SHOULD BE COMPARABLE WITH 
STANDARD SEPTIC TANK SYSTEMS. 

2. INQUIRER STATES HE HAS SEEN A REPORT TO THE EFFECT THAT 
LARGE US FIRM RECENTLY PURCHASED RIGHTS TO DANISH SYSTEM 
MEETING THESE GENERAL SPECIFICATIONS. EMBASSY UNABLE TO 
LOCATE REFERENCES TO SUCH A TRANSACTION AND WOULD THEREFORE 
APPRECIATE USDOC IDENTIFYING APPROPRIATE U.S. FIRMS WITH 
WHICH INQUIRER CAN BE PUT IN TOUCH. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CANBER01204 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750065-0911 
From: CANBERRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975021 6/aaaaanyq. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 MAY 2003 by SilvaL0>; APPROVED <21 JAN 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SEWAGE RECYCLING SYSTEM 
TAGS: BEXP, AS 
To: COM 
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